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Message Text 


CONFIDENTIAL 

PAGE 01 STATE 088331 

20 

ORIGIN SY-05 

INEO OCT-OI NEA-09 ISO-00 /0I5 R 

DRAETED BY A/SY/T: JEPERDEW:PH 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 

064002 

R 172037Z APR75 
EM SECSTATE WASHDC 
TO AMEMBASSY ISLAMABAD 
AMEMBASSY NEW DELHI 

CONEIDENTIAL STATE 088331 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONING UNIT 

REF: STATE 045527 

ISLAMABAD EOR RSO, NEW DELHI FOR TSO AND RSO 

1. DESPATCH AGENT MOT ADVISES AIR CONDITIONER SCHEDULED ON 
BOARD SS ARTHUR MIDDLETON TO DEPART CONUS APRIL 27, 1975. 
TRANSIT TIME ESTIMATED EORTY-EIVE DAYS. 

2. GOVERNMENT BILL OE LADING WILL BE SENT DIRECT GSO 
ISLAMABAD. 

3. EOR ISLAMABAD: REQUEST INSTALLATION ARRANGEMENTS BE 
COORDINATED BETWEEN POST AND TSO NEW DELHI. KISSINGER 


CONEIDENTIAL 
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